William  F.  Chatlos  Memorial  Chapel 

The  Billy  Graham  Training  Center  at  The  Cove  is  located 
side  of  Asheville,  NC,  in  a  secluded  1500-acre  natural  mj 
cove.  Its  primary  purpose  is  to  train  people  in  God's  Wol 
that  they  can  vvin  people  to  Christ. 
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Billy  Graham  Training  Center  at  The  Cove,  PO  Box  19223,  Asheville,  NC  28815 
A  Ministry  d  the  Billy  Graham  Evangelistic  Assoctation 


